ELECTRIC RAILWAY ENGINEERING

the electric locomotive has accomplished thus far all that has
been required of it, i.e., to operate as satisfactorily as the steam
locomotive under all conditions of service and eliminate the
disadvantages coincident with smoke and dirt of the latter. It
has also shown itself capable of accelerating more rapidly than its
competitor, which particularly commends it where headway is
short and stops are frequent. It can readily be designed for
a draw bar pull far in excess of that of the largest steam loco-
motives. It has therefore found a permanent place in the
electrification of terminals. Its future now seems to be one of
further adaptation and adoption, although its depreciation and
maintenance in comparison with the steam locomotive can hardly
be intelligently compared at present.